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COPT FOR* Mr* Friedman 


ZJ December 1914* 


Signal Corps Projeot Humber 1*600 

F Branch Proj • Ho • C-2012 - AN/GS5-1 (SIOJIP) Synchronisation 

(Ciphony) 


General Hature r>f the Project t 



To investigate tho problem of pulse synchronisation 
of Speech Equipment AN/G3Q-1 (SJOJIP)* 

Purpose or Ob.leotive to be Attained t 


To determine the practicability of a moro successful 
means of synchronising tho SIOJIP eqnionont than the method 
now employed* 

Branch or Other Agency Requesting; the Project t 


C Branch* 

Approximate Coat t 
Material 
Man Hours* 

Engineering 1*00 hrs* 
Laboratory 25 hrs • 
Shop 25 hr 8* 


Total 

Time Required for Completion * 

Starting date 
Completion date 

Local Development or Contract * 
Local* 


| 50 


1x1x2*50 

♦ 492*50 



APPROVED* 

/*/ 


Leo Rosen 


Lt Col, SPSIP 
27 December l?!*!* 
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